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Message Text 
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PAGE 01 LENING 01799 211104Z 
ACTION SY-05 

INFO OCT-01 EUR- 1 2 ISO-OO FBO-02 A-01 SYE-00 SSO-OO 
/021 W 

010280 211107Z/10 

O 211024Z JUN78 
FM AMCONSUL LENINGRAD 
TO SECSTATE WASHDC IMMEDIATE 4448 
INFO AMEMBASSY MOSCOW 
AMCONSUL FRANKFURT 


LIMITED OFFICIAL USE LENINGRAD 01799 

DEPT FOR A/FBO, A/SY/NSU, A/SY/OPS/T, A/SY/OPS/FO 
MOSCOW FOR RSO, FBO 
FRANKFURT FOR RSS, RTC 

E.O. 11652: N/A 
TAGS: ASEC.ABLD 

SUB J : LENINGRAD FIRE ALARM INSTALLATION 
REF: MOSCOW 14237 (NOTAL) 

1 . SINCE REFTEL INDICATES HONEYWELL TECHNICIAN WILL 
NOT ARRIVE BEFORE IULY 17, PLEASE ADVISE ON STATUS OF 
TDY SEABEES SOONEST. 

2. IF FBO CANNOT ARRANGE FOR ANOTHER HONEYWELL TECHNICIAN 
TO ARRIVE SOONER, SUGGEST TDY SEABEES BE RETURNED TO 
DEPT. ONE SEABEE AND ONE ELECTRICAL CONTRACTOR (HORAN) 
SHOULD RETURN TO LENINGRAD, COINCIDING WITH ARRIVAL OF 
HONEYWELL TECHNICIAN. BUCHANAN 
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